78                 SANITY IN SEX
is believed to be more prevalent in England than in France, the purely transitory nature of the American military force in the former country made it impossible to carry on an organized, effective sex hygiene campaign there similar to that conducted on the other side of the channel.
The American soldiers were therefore more exposed to infection in England than in France. Indeed, the situation in England was considered very serious by some representative Americans who had observed conditions there. The most vigorous remonstrance was voiced by Mr. Edward Bok, editor of The Ladies' Home Journal, then in London with a group of American editors as guests of the British Government. Mr. Bok registered his protest in an interview which appeared in the columns of the London Times, of September 24th, 1918. This statement attracted considerable attention, coming as it did from such an authoritative source. It is so forceful an indictment and was uttered with such obvious sincerity and feeling that a reprint is warranted of the following salient features:
"As against all the splendid efforts that the